wi 
a) 
Reporting Obligations Database 


Provision of Thematic Expertise 
for 
International Biodiversity and Nature Reporting Obligations 
and Database Input 


Service Contract 3242/B2003.EEA.51581 
between the EEA and UNEP-WCMC 


FINAL REPORT 


Jeremy Harrison, [an Crain and Karen Simpson 


March 2004 


SSS SS TT a 
ROD Nature Conservation Reporting Obligations Final Report March 2004 Fi 


Provision of Thematic Expertise 
for 
International Biodiversity and Nature Reporting Obligations 
and Database Input 


TABLE of CONTENTS 
Acronyis and Abbreviations..........ssssssssesssesseseesesscesenensssessssscssssssscecssassssscsseseneaescnsnsncesossssasacsenceces iv 
1 INTRODUCTION .........cccssssssesssssssscnsssenssncncassnenccsensseensseessesenssscnsesssenssssssessssvsnsacsesnsneseseneaseneneeees 1 
1.1 Background and Objectives of the ROD ...........cccccsssesssssseseseseseseeteeeneseneneneaseeenenessseneaeasseeesees 1 
1.2 Objectives of the Contract ............cccessesessssesseseseseeeeeeeseeeseseneeeeeneseresestscessesssssssseeseseeseseneneaeneas 1 
1.3 Scope of Nature Conservation and Biodiversity Related Reporting Obligations .............e ee 1 
1.4 Project Modalities 
RT NEPA OVA CM esrraccncer cesar cccccecuscssccesovcccsconecouctserccennassotnsecacsssestesssecueaceccccescdeeccseccscesoaccscasssesscssceesenenss 
LAL TRRROLEEEES 5 pscooco5ccos6ct00000000000020030600 6005 FEFOCTEE Reo EO SERB BO SASSO E645 30¢ BACIISODDOCIEE ICC oC DOO EAECOCECE CECE SERN 
DED Map ISSUCSVA Tal Sia Gemeente eccentrics Mlcracay cocsr en cecserecoeaceronestetcensceceneteetenesrsaestaronsersronrstarssesenes 
3 FINDINGS ..........sssssssssscsssssssssssscscsesesecssscscncnenssssesncncnsscscnsncacossssncesscscscsssnsnsssnsssesacacececsesesscaeneacnsneses 
Bal MMNMBRG SUITS Ee eee ere ee vecncesisenccocseesnevcnrosarenessncancese® 
3.2 Observations on the Nature of the Reporting Obligations.............cssceeseeeseeeeeteneeeeseneereeeeeeees 6 
3.3. Observations on Current Level of Integration and Harmonisation. ............cccccceseseeereeeeeteneeees 7 
BAU sclotiheRODDatave ntny aloo leeeserseesre crea eee totter ceetcns eats te aces esescoccnceucsenscencecesnnststs vi, 
4 RECOMMENDATION .G........cssssscsssssccscesssscscscscscssecssssesssssesssssssnssacncecsseccsensnssscesesscsssssessseeseeees 7 
4.1 Improving ROD Data Content .............cccccseescseseseseseseseseseseseneneneenenerseenecseseaesssssssseesesseeseeeneas 7 
4.1.1 Legal Instrument Level.................ecccsccssesscsssessscssssscsscesscasessssscosasccsseucecccersncccssseccesrsasessesosscscseeasares 
4.1.2 ObligationwWen cl seer eees aster eres eer icsescstaseesarsssessesesencasrceceeasenteaetetecnerets eruenensnesenes 
4.13 Reporting Activity Level 
4.2 Improving ROD Data Structure... ee cessescsesecesesesecescneseneneseecenceceaceceecocsseesessseesessenees 9 
4.2.1 Analysis of Situation 
4.2.2 PA Cerra tie See eee ee ROE Se Re aR Ure eee eaan dc ore r eon ceseatcatirecsiccetaseesasnstesacns 
4.3 Improving Functionality for Users of ROD..............:cccccsescseseesesesesenenenenenenenseeteesescseeenenenens 10 
44 Additional Instruments to Consider.........-..2-..cescscceccecencencescesconsnsscscuscesssvoscsseseeessceconceaceoeeeee® 10 
AS [erosreratarea rte SY TES oo seccccesceccancod0t90c0c00c0C50CH oS 7 0c HeC BOSE E5S50059 350090919600 00C C1. CDO CIC CHCCSEHOE 11 


ANNEX 1 - Nature Conservation and Biodiversity Loss Instruments, Obligations and Reporting 
PACEAVILIE STEINER ODD) so cr ccceccececsssrssesccsccesencessescnrencersrssacnarsentcucensassescessesessaannacesedssesecvocsacacacecesssesseseseeressmens 12 


ANNEX 2 - Obligations and Reporting Activities Identified but not Included in the Reporting 


Obligations Database ............sscscsscsssssssssssccesssscssceceseescsccsseacssecessssensecsacsassassssscsssnssesssssscascsaseacasenseacs 29 
ANNEX 3 - Instruments, Obligations and Reporting Activities in Reporting Obligations 

Database but Considered “Borderline” ..........sscccccccccsssssssssssccsssssssssscccssscesssssccscccesssssscsccesescsscessnsasees 41 
ANNEX 4 - Instruments, Obligations and Unique Reporting Activities.............ssssssssssesseeesseeees 44 


pe a a ee ee 
ROD Nature Conservation Reporting Obligations Final Report March 2004 iii 


Acronyms and Abbreviations 


ACCOBAMS Agreement on the Conservation of Cetaceans in the Black and Mediterranean Seas 
AEWA African-Eurasian Waterbirds Agreement 

ASCI Areas of Special Conservation Interest 

ASCOBANS Agreement on the Conservation of Small Cetaceans of the Baltic and North Seas 
ASMA Antarctic Specially Managed Area 

ASPA Antarctic Specially Protected Area 

BSPA Baltic Sea Protected Areas 

CBD Convention on Biological Diversity 

CCAMLR Convention on the Conservation of Antarctic Marine Living Resources 
CITES Convention on International Trade in Endangered Species 

CLRTAP Convention on Long-Range Transboundary Air Pollution 

CMS Convention on Migratory Species 

CoP Conference of Parties 

CRIC Committee for the Review of the Implementation of the Convention 
EEA European Environment Agency 

EU European Union 

EUROBATS Agreement on the Conservation of Populations of European Bats 

FMU Forest Management Unit 

GEMET General Multilingual Environmental Thesaurus 

GMO Genetically modified organism 

ICRW International Convention for the Regulation of Whaling 

IPOA-Sharks International Plan of Action on the Conservation and Management of Sharks 
ITTA International Tropical Timber Agreement 

OECD Organisation for Economic Co-operation and Development 

PEM Participatory Environmental Management 

ROD Reporting Obligations Database 

SPA Specially Protected Areas (of the Mediterranean) 

SPAMI Specially Protected Areas of Mediterranean Importance 

SPAW Protocol Protocol Concerning Specially Protected Areas and Wildlife 

SPREP South Pacific Regional Environment Programme 

UNCCD United Nations Convention to Combat Desertification 

UNECE United Nations Economic Commission for Europe 

UNEP United Nations Environment Programme 

UNESCO United Nations Educational, Scientific and Cultural Organisation 
WCMC World Conservation Monitoring Centre 

WHC World Heritage Convention 


ROD Nature Conservation Reporting Obligations Final Report March 2004 i 


1 INTRODUCTION 


1.1 Background and Objectives of the ROD 


The Reporting Obligations Database (ROD) was initiated in 1999 with the goal to analyse the gaps 
and duplications in reporting at the international level and provide the basis for harmonising and 
refining these obligations. The initial phases of implementation were directed at water-related 
reporting obligations and the approach was structured to identify the particular “questions” required of 
each report. Nature Conservation reporting obligations were added in 2000 through a project led by 
the UK Joint Nature Conservation Council. 


The approach and database have subsequently been amended and the stated functions of the Reporting 
Obligations Database are: 


e to assist in the analysis of member countries reporting obligation’s burden; 
e to support member countries in planning and fulfilling reporting obligations; 
e to assist in streamlining the flow of data to the EEA and other international organisations. 


The emphasis on specific “questions” has been eliminated and the database is structured in a hierarchy 
of three levels — Legal Instrument, Reporting Obligation, and Reporting Activity. 


1.2 Objectives of the Contract 


The objective was to extend the coverage of the ROD to include nature conservation and biodiversity 
reporting. 


Specifically the contractor was to: 


a) review and update the obligations deriving from 14 identified instruments that had previously been 
entered into the earlier ROD prototype 


b) research, analyse and enter the obligations arising from 16 specified additional new instruments 


c) quality assure all these entries against authoritative sources. 


1.3 Scope of Nature Conservation and Biodiversity Related Reporting Obligations 


The Instruments and Obligations considered for addition to the database fall under the identified 
“theme” in ROD of “Nature Conservation and Biodiversity Loss”. This includes all instruments that 
seek to conserve, protect, enhance (or control the harvesting of) wildlife and “species”, to protect 
habitats and ecosystems, and biodiversity. The instruments must be relevant to Europe and hence 
include global, and regional (European) and sub-regional instruments. There is some overlap in this 
scope with Instruments that also relate to water and air pollution themes. 


1.4 Project Modalities 


The project started in October 2003 and was completed in February 2004. 


The project team was directed by Jeremy Harrison. 
The principal researcher was Karen Simpson. 
Ian Crain was senior advisor to the project, and was responsible for quality assurance. 
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2 APPROACH 


2.1 Process 


The principal phases in the work were: 


1) Project Start-up 

This phase began with a review of the background information on ROD and guidelines on quality 
assurance and adding content. Also reviewed were previous relevant reports on ROD and EEA 
support to the European Community reporting obligations. 


The phase also included establishment of priorities for entry, quality assurance processes and 
identification of issues and uncertainties 


2) Entry of Obligations already included in the ROD Prototype 

This group of 14 instruments were reviewed against primary source information for changes and 
updates since the material was first researched in 2000. To facilitate this, data sheets were designed 
for each of the levels — Instrument, Obligation and Reporting Activity and all material entered into 
these forms (MS-Word documents). Each data sheet was reviewed independently from the researcher 
for quality and consistency and then entered into the ROD. 


Working with these relatively “known” Instruments served to identify a number of issues regarding 
inclusions and exclusions, and the application of definitions describing and typifying the obligations 
and reporting activities. These were raised and discussed at he end of this phase (see below). One of 
the key outputs of this experience was a set of improved pragmatic definitions to guide data entry. 


3) Extending coverage to new instruments 

This phase involved more extensive investigation into instruments not previously researched. Sources 
included published documentation, environmental law and secretariat websites, and direct contact 
with appropriate officials. 


As in phase 2, all the information was organised into data sheets and internally reviewed, followed by 
data entry into the ROD. 


4) Quality Assurance and Review 
This involved internal review of data sheets before data entry, followed by review and testing the 
database for completeness and consistency. 


5) Project Completion 
Review of the issues and findings and preparation of the final report. 


2.2 Issues Arising 


During the research and data entry into the ROD a number of issues arose regarding how best to 
capture and organise the information for the reporting obligations typical of nature conservation. 
These issues were discussed with EEA and resolutions proposed and agreed. The two most significant 
are outlined as follows: 


Classification of the “type” of Obligation 
This refers to the relative level of authority or potential enforcement of an obligation. As designed, the 


ROD provided for only twofold distinction — “Legal” or “Moral”. Two difficulties were found with 
this. One concerned the choice of words, particularly “moral”, which normally refers to individuals 
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and ethical codes of conduct rather than nations, and might be difficult to express in other languages. 
The second concern was to distinguish obligations that, while not legally binding, were expected to be 
met by signatories, from those reports clearly identified as voluntary. 


The issue was resolved by developing a three-fold breakdown with improved definitions for 
“Required”, “Expected” and “Voluntary” Obligations. Draft definitions were developed by UNEP- 
WCMC and adopted with modifications by the ROD, as follows: 


Required 
Required reporting obligations must be submitted in order to be in compliance with 
the legal instrument. Typically the obligation will arise from the articles of the 


yo 


instrument with wording such as “shall”, “requires”, “will” or “must”. 


The format and content of required reports may not carry the same level of 
obligation, since the report format may be specified in administrative decisions 
rather than ratified articles of the instrument. Hence the submission of a required 
report in an incomplete or incorrect format may not constitute lack of compliance. 
In applying this definition it is the level of compulsion of the reporting obligation 
itself that is paramount. 


Expected 

A report that all parties under normal circumstances are expected to submit but 
with incomplete compulsion, i.e. failure to submit would not seem to constitute a 
lack of compliance with the instrument. The obligation may arise from articles of the 
instrument, but typically from subsequent decisions of the governing body (e.g. 
Conference of the Parties or EEA Management Board) and often will carry wording 
such as “should”, “recommend” or “will endeavour”. The use of “Expected” type 
of reporting may also be appropriate for use where the Instrument itself is a non- 
compulsory agreement for example, “Agenda 21” (obligation to report to the 
Commission on Sustainable Development), or the UNESCO Man and Biosphere 
programme. 


Voluntary 

A report that parties may submit at their own volition. These usually arise from 
governance or administrative decisions and are specifically identified as 
“voluntary” or employ phrases such as “may” or “might” or “parties are invited 
(or encouraged) to...”. It is clear and obvious that failure to report does not 
contravene the terms of the Instrument. 


Following this change, all obligations previously entered into the database were reviewed and 
adjusted to conform with the revised definitions. 


Defining what is meant by a Reporting Obligation 


Analysis of nature conservation Instruments resulted in the identification of many instances where 
parties are obliged to provide information or “inform” where no specific form or “report” was 
required. Some of these are of an administrative nature (names of focal points, etc) and others are 
incident or event-based reporting such as the issuance of a permit (e.g. many under the GMO 
Directive). This problem seemed to be more typical of nature conservation instruments than 
previously entered air and water pollution themes, and implied the possible need to enter rather large 
numbers of trivial Reporting Activities. 


ROD Nature Conservation Reporting Obligations Final Report March 2004 p3 


The issue was resolved by discussion with the EEA. It was agreed in principle to exclude information 
requirements that: 
e are largely administrative, such as contact points, responsible authorities, notices of intent to 
modify , and so on 
e deal with notification of specific instances — such as permits, seizures, product releases, case 
studies. 


It was agreed to include event-driven (“as required”) reporting obligations where they are 
particularly significant, and, of course, reports that summarise or provide statistics on instances or 
events. Where feasible, comment fields will be used to describe on-going information systems and 
regulatory obligations related to periodic reports. 


A revised working definition for “Reporting Obligation” was agreed as follows: 


Any requirement to provide specified information to (or to “inform”) the secretariat, 
co-ordinating body or governing body of the instrument — whether or not there is a 
prescribed format or fixed frequency, or whether or not the word “report” is used. 


ROD focuses on environmental reporting for EEA member countries to international 
organisations. Coverage extends to pan-European reporting. 


Excluded from ROD are non-environmental reporting, requirements for proposals or 
the seeking of permits, requirements for specific actions to be taken (as opposed to 
reporting on actions taken), and administrative processes such as notifications of 
contact points, instances of issuance of permits (rather than reports that summarise 
permits issued), notifications of legal transposition and implementation measures. 


Following the adoption of this improved guidance, all obligations entered into the database were 
reviewed for conformance, resulting in some being removed. The data sheets for these have been 
maintained by UNEP-WCMC and they are listed in Annex 2. In addition, as requested by the EEA, 
where there was uncertainty, the Obligation was entered and a list of such “borderline” entries has 
been provided in Annex 3. 


3 FINDINGS 


3.1 Results 


From the 30 Instruments researched, 107 Obligations were identified and entered into the ROD with 
132 related Reporting Activities. 


The following table provides an overview: 


Overview of Nature Conservation Instruments entered into the ROD 


Instrument Reporting | Reporting 
Obligations | Activities 


Convention on Biological Diversity (CBD) 
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Instrument Reporting | Reporting 
Obligations | Activities 


Cartagena Protocol on Biosafety to the Convention on Biological Diversity 


Convention on the Conservation of Migratory Species of Wild Animals 
(CMS) 


Agreement on the Conservation of Populations of European Bats 
(EUROBATS) 


Agreement on the Conservation of African-Eurasian Migratory Waterbirds 
(AEWA) 


Agreement on the Conservation of Small Cetaceans of the Baltic, North 

East Atlantic, Irish and North Seas (ASCOBANS) 
Convention on Wetlands of International Importance Especially as 

Waterfowl Habitat (Ramsar Convention) 


Convention on the Conservation of European Wildlife and Natural Habitats 
(Bern Convention) 


Convention concerning the Protection of the World Cultural and Natural 4 
Heritage (World Heritage Convention) 

OECD/Eurostat Joint Questionnaire 1 
Global Forest Resources Assessment Update 2005 


Council Directive 79/409/EEC of 2 April 1979 on the conservation of wild 5 
birds (Birds Directive) 


= 
£ 


2 


14 
11 


Council Directive 92/43/EEC of 21 May 1992 on the conservation of 5 
natural habitats and of wild fauna and flora (Habitats Directive) 

Convention on International Trade in Endangered Species of Wild Fauna 

and Flora (CITES) 


Council Regulation (EC) No. 338/97 of 9 December 1996 on the protection 2 
of species of wild fauna and flora by regulating trade therein 


16 | Directive 2001/18/EC of the European Parliament and of the Council of 12 
March 2001 on the deliberate release into the environment of genetically 
modified organisms and repealing Council Directive 90/220/EEC (GMO 


Directive) 


17 


International Tropical Timber Agreement (ITTA) 


United Nations Convention to Combat Desertification in those Countries 
Experiencing Serious Drought and/or Desertification, Particularly in Africa 
(UNCCD) 


9 | International Convention for the Regulation of Whaling (ICRW) 


20 | Agenda 21 


Convention on the Protection of the Marine Environment of the Baltic Sea 
Area (Helsinki Convention) 
Convention on the Protection of the Alps (Alpine Convention) 


Agreement on the Conservation of Cetaceans in the Black Sea 
Mediterranean Sea and contiguous Atlantic Area (ACCOBAMS) 


= 


i) = e — 
co n 


4 
1 
1 
1 
1 


22 
23 
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Instrument Reporting | Reporting 
Obligations | Activities 


24 | Convention for the Protection of the Mediterranean Sea against Pollution 2 2 
(Barcelona Convention) and Protocol concerning Mediterranean Specially 
Protected Areas and Biological Diversity in the Mediterranean (SPA & 
Biodiversity Protocol) 


25 | Convention for the Protection and Development of the Marine Environment 3 
of the Wider Caribbean Region (Cartagena Convention) and Protocol 
Concerning Specially Protected Areas and Wildlife (SPAW Protocol) 


Protocol on Environmental Protection to the Antarctic Treaty (Madrid 7 
Protocol) 


Convention on the Conservation of Antarctic Marine Living Resources 1 1 
(CCAMLR) 


28 | UNECE Convention on Long-Range Transboundary Air Pollution 3 15 
(CLRTAP) 
Council Directive 98/81/EC of 26 October 1998 amending Directive 


90/219/EEC on the contained use of genetically modified micro-organisms 
(Directive 98/81/EC) 


Regulation (EC) No. 2152/2003 of the European Parliament and of the 
Council of 17 November 2003 concerning monitoring of forests and 
environmental interactions in the Community (Forest Focus) (Regulation 
(EC) 2152/2003) 


A complete listing of all Instruments, Obligations, and Reporting Activities can be found in Annex 1. 


3.2 Observations on the Nature of the Reporting Obligations 


While there is no specific way to typify a biodiversity or nature conservation reporting obligation, 
some general observations can be made. 


In general the reports request information on the implementation of the articles of the particular 
Instrument, rather than on the state of particular conditions or media, or output statistics. The call is 
therefore to report on actions taken (legislation, regulation, action plans, projects, etc). Reporting 
formats, where prescribed, often only provide a basic framework or headings for the entry of narrative 
and discursive responses. Some reporting requirements have moved towards a “check-list” approach 
— with accompanying narrative. Rarely is any quantitative information requested (CITES is an 
exception). Similarly, trackable indicators are seldom demanded, although with the adoption of the 
“2010 Biodiversity Target” it is anticipated that the use of indicators in reports may grow. 


Reporting requirements and formats also tend to change periodically as thematic approaches are taken 
(for instance at each Conference of the Parties) to emphasise different issues or articles of the 
Instrument. This is particularly true of the global conventions. 


This situation makes it difficult to provide concise information for the ROD to inform users of report 
content and of “parameters” required. There is an obvious implication, as well, that regular update is 
required to cope with frequent content changes. 


It was also observed that reporting frequencies of conventions tend to be only quasi-regular, often 
linked with CoP meetings with approximate target periodicity of 2 to 5 years. Exact timing may only 
be set about 12 months in advance. This reduces the potential usefulness of the ROD in predicting 


reporting workload in any detailed way. 
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3.3 Observations on Current Level of Integration and Harmonisation 


A number of initiatives are under way to streamline and harmonise biodiversity related reporting, and 
while it is clear that much needs to be done, there are some signs of progress. Two good examples are 
the Natura 2000/Emerald Network questionnaires that are both rationalised and harmonised, and the 
Joint OECD Eurostat Questionnaire. In addition, governing bodies of individual instruments have 
made a number of steps towards streamlining of reporting within the instrument. In this regard we 
have noted a large number of instances where multiple reporting obligations (that arise from different 
articles, decisions or recommendations) are satisfied by a single reporting activity. This is a good step 
forward. It should be noted that the structure of the ROD at the moment means that this is not 
reflected in our summary statistics. In reality there are many fewer Reporting Activities than 
Obligations. This is discussed further in the Recommendations section. 


3.4 Use of the ROD Data Entry Tool 


The ROD data entry facility was found in general to be convenient and easy to use. No significant 
difficulties were encountered. A few fields were found to be of insufficient length to input the relevant 
information, and we would suggest that they be increased — in particular the fields “Date comments” 
and “Name of reporting guidelines”. 


The Guidelines were found to be useful, especially with the incorporation of the revised definitions 
and guidance on Obligations discussed earlier. 


4 RECOMMENDATIONS 


4.1 Improving ROD Data Content 


In the course of researching and compiling the information on reporting obligations, we have found it 
instructive to gather a number of additional blocks of information that are not required in the current 
ROD. We believe that the addition of some or all of this information in the form of additional fields 
would add value for users, especially in understanding the nature and origin of the obligation and the 
scope of the information to be reported. Most are descriptive text fields, but some coded fields are 
proposed that might aid in selective retrieval. The suggested additions are listed below by level. We 
also note the suggestion made by the EEA of merging the Obligation and Reporting Activity entities. 
We agree with this (see Recommendation 4.2), but the following is written as if these levels were 
separate. 


4.1.1 Legal Instrument Level 


Geographic Scope: 

The “Spatial Coverage” field at the Obligation level deals with the coverage with regard to parties or 
eligible membership of the agreement. It does not address the question of the Geographic Scope of the 
Instrument — that is the region of the globe to which the goals and objectives of the treaty apply. This 
may be vastly different from the membership scope. For example, the CCAMLR (and other Antarctic) 
agreements may have membership that is global although the instrument applies to control activities 
only in the geographic scope of Antarctica. Similarly the ASCOBANS agreement has a scope of the 
Baltic and North Sea, but encourages parties whose flag-ships operate in the area from anywhere on 
the globe. 
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Recommendation: Add a Geographic Scope field at the instrument level as a descriptive text 
field. 


4.1.2 Obligation Level 


Title: 

There is an inconsistency between the Obligation and Activity levels in identification. The Obligation 
calls for a “Short name” (only) and the Activity calls for a “Title” We have found only a few cases 
where there is a well-established “Short name” for an Obligation distinctive from the full or legal 
name and suggest that the full title is more commonly used. 


Recommendation: Add a field for Title of the Obligation (as a text field requiring up to 1000 
characters). An alternative would be to revise the name of the existing “Short 
name” field to simply Name or Title, due to the rarity of genuine “Short 
names”. 


Authority: 

There is no place in the database to record the “authority” for the Obligation — e.g. what Article, 
Decision, Recommendation, etc. gives rise to the Obligation. This is the main distinguishing element 
of an Obligation, and this authority is the fundamental reference for users to confirm its relevance, 
applicability and relative forcefulness. It is therefore a particularly valuable reference information for 
users. This is separate and distinct from any “reporting guidelines” or “formats”. 


Recommendation: Add a text field to identify the specific authority giving rise to the obligation. 
This information becomes of even greater importance should the Obligation 
and Activity entities be merged. This field must be able then to accommodate 
multiple authorities for the (frequent cases) where a number of reporting 
obligations resulting from multiple authorities are satisfied by a single 
“Report”. 


Comment: 

No comment field is provided at this level. Such a field would be useful for identify unusual 
circumstances or clarifying other fields. For example, as regards the obligation to provide 
information on accidents under Directive 98/81/EC, it would be useful to have a comment field in 
order to note that this obligation replaces an earlier obligation in Article 16 of Directive 90/219/EEC. 


Recommendation: Add a comment text field. 
4.1.3 Reporting Activity Level 


Frequency type and comments: 

We have found very few reporting activities that are truly regular, and hence can make use of the 
baseline reporting date and reporting frequency in months, to generate a reporting date. The 
“reporting date (text format)” and “date comments” are not as germane as information on the 
frequency. Many environmental reporting obligations are approximately regular for instance “two 
months before each Conference of the Parties”, where the CoPs are held approximately every three 
years. This information would be very useful to users, perhaps more so than the data field which 
would contain the estimated next reporting date. We have identified five frequency types: 


Regular (can use “reporting frequency in months’) 
One time only 


Approximately regular Specific dates cannot be assigned; typically 1-4 year period 
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Irregular At the call of the governing body 


As required Event based — must report whenever such and such an event or condition 
occurs. 
Recommendation: Add a new field — frequency type, permitting the five types noted above 


Add a new field - frequency comments — that expands on the meaning of 
approximately regular, or conditions for “as required” reporting. 


Report content (or description): 

Currently there is no field to describe the actual content of the report. This was intended to be covered 
by the “parameter” fields, but implementation of such for nature conservation reporting may be 
difficult. Even if implemented, such as by using GEMET keywords, a general description of the 
information content of the report would be very useful. 


Recommendation: Add text field for report content (or description). Could be filled with 
keywords augmented by description. 


4.2 Improving ROD Data Structure 
4.2.1 Analysis of Situation 


The structure of the database is designed hierarchically to accommodate one Legal Instrument leading 
to one or more Obligations that in turn lead to one or more Reporting Activities. This one-to-many 
relationship between Obligations and Activities has proven to be problematical. 


For the range of instruments examined we have found only a few cases where one Obligation leads to 
more than one Activity. More often we have found that many Obligations (under one Instrument) are 
satisfied by a single consolidated report — hence one Reporting Activity. The Obligations are distinct 
because they arise from different Articles of the Instrument and/or a range of distinct subsidiary 
authorities, such as decisions, resolutions or recommendations of governing (or subsidiary) bodies or 
endorsed administrative policies of secretariats, and the like. Contemporary or subsequent decisions 
have then been made to consolidate these obligations into a single report, for instance by guidelines 
specifying an Annex, or additional sections or questions to a regular national report. These 
consolidations are done to effect streamlining and harmonisation, and are of course to be highly 
commended. 


In the current ROD structure these instances have been accommodated by creating a “dummy” 
Reporting Activity for each Obligation with a reference (using a comment field) to a primary 
Reporting Obligation that contains all the details. This approach, while workable, tends to distort the 
picture so that countries may appear to have many more Reporting Activities, or more specifically, 
“reports”, to deliver than is the case. For example, for CITES 9 Reporting Obligations lead to only 3 
reports. Annex 4 provides an analysis, showing that in practical terms the 107 identified Obligations 
lead to only 93 reports rather than the 132 Reporting Activities currently listed. 


4.2.2 Alternatives 
It is not absolutely clear how to rectify this situation. There are two main possibilities: 


a) Establish a true many-to-many relationship in the database. 
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This would then allow for both cases — one Obligation, many Activities or one Activity arising from 
many Obligations. This may not be easy to implement and give problems in designing queries and 
reports. Success will depend on just what uses are planned for the information. 


b) Merge the Obligation and Reporting Activities entities. 


This would essentially make the “Reporting Activity”, i.e. the delivery of a Report the primary entity 
under the Instrument. One implication would be the need to allow for considerable detail in the 
(proposed) “Authority” field — to ensure that there is a complete picture of all the authority clauses of 
different sources giving rise to the Report. 


There will be some instances that will have to be somewhat forced where a single Obligation 
genuinely gives rise to multiple reports — that, for instance, must be submitted to distinctly different 
bodies on different schedules. In these case the “Obligation” information will have to be repeated, 
although there may be slight variations in the authority information (e.g. different clauses or 
paragraphs in the authority document). The main example we have found in the biodiversity domain 
is the Helsinki Convention where the Report on Implementation Measures requires in fact some 10 
separate reports. 


Recommendation: Make the Reporting Activity the entity and include in it all of the Obligation- 
related information (duplicating this for the cases where a single obligation 
leads to multiple reports). Note also the recommendation on adding Authority 
information to this entity. 


4.3 Improving Functionality for Users of ROD 


Currently the search and selection functionality of the ROD is fairly basic — allowing selection by 
theme and country. 


The “Deadlines” function is potentially useful, but its effectiveness would require implementation of 
some of the additional fields proposed earlier (recommendation 4.1.3) with regard to date and 
frequency. 


The principal evident deficiency is the inability to analyse reporting obligations from the perspective 
of the report content, except for the fairly general “themes”. There is, for instance, no means to 
identify which reports require information on “protected areas”, particular taxa, types of 
implementation measure, etc. 


Not only would this help those reporting, it would also be a valuable support to analysis leading to 
increasing harmonized approaches. 


Recommendation: Additional search capacity related to exiting and proposed information fields. 
Add a structured means to describe the content of reports such as through 
keywords that can be searched. 


4.4 Additional Instruments to Consider 


With the extension provided to the coverage of ROD by this project all the most important 
instruments related to nature conservation and biodiversity have been covered. If a next tranche is to 
be considered, some possible extensions are: 


Sub-regional instruments affecting Europe and small country groupings. 
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Examples include the trilateral Wadden Sea Agreement, and the various river and mountain 
agreements (although it is noted that the Rhine, Danube and Oder are already covered, at least as far 
as water pollution is concerned.) 


Regional treaties that affect overseas territories of European countries. 

Noting that the Caribbean is already covered, there are some regional agreements, such as the SPREP 
and APIA conventions that relate to the Pacific that may be of consequence (to France and the U.K., 
for example). 


4.5 Potential Future Steps 


The ROD database has been implemented as part of the EEA “Reportnet” tools and, with this added 
coverage, is now ready for more extensive and effective use. However, it is currently unclear exactly 
how ROD is going to be used, and by whom. It is therefore recommended that it is urgent to conduct a 
review of current users and uses, and to look at the extent to which the stated goals are being achieved 
and what additional purposes could be entertained. This needs to be done in collaboration with users 
at the national level. 


Without prejudging the results of such as review, a number of possibilities for next steps and 
directions are proposed: 


e Finding ways to effectively use ROD to promote streamlining and harmonisation of reporting 
within Europe and more widely. 


e Investigate the potential for ROD (or a similar facility) to improve and streamline reporting 
and associated information management at the national level. 


e Extending the focus of ROD beyond Europe to be a global tool either at the EEA or in 
collaboration with a partner with a global mandate. 


e Linking reporting obligations more effectively to EEA indicator efforts, the Millennium 
Development Goals, and 2010 Biodiversity Target. 
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ANNEX 1 - Nature Conservation and Biodiversity Loss Instruments, 
Obligations and Reporting Activities in ROD 


Total: 30 Instruments 
107 Obligations 
131 Reporting Activities 


1. Convention on Biological Diversity (CBD) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=549&mode=S) 


2 Obligations 
2 Reporting Activities 


ed Obligations 


National Report (Art. 26) 
(rod.eionet.eu.int/show.jsv?id=2 16&mode=R&aid=549) 


Reporting Activities 


National report 


(rod.eionet.eu.int/show.jsv?id=186&mode=A &aid=216) 


Thematic Report (Decision V/19) Thematic Report 


(rod.eionet.eu.int/show.jsv?id=2 17&mode=R&aid=549) (rod.eionet.eu.int/show.jsv?id=187&mode=A &aid=217) 


Dr. Cartagena Protocol on Biosafety to the Convention on Biological Diversity 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=550&mode=S) 


2 Obligations 
2 Reporting Activities 


Fee Obligations Reporting Activities 
National Report (Art. 33) National Report 
(rod.eionet.eu.int/show.jsv?id=2 18&mode=R &aid=550) (rod.eionet.eu.int/show.jsv?id=188&mode=A &aid=218) 


Notification of unintentional transboundary Notification of unintentional transboundary 
movements of living modified organisms (Art. movements of living modified organisms 


17(1)) 


(rod.eionet.eu.int/show.jsv?id=239 &mode=A &aid=257) 
(rod.eionet.eu.int/show.jsv?id=257&mode=R &aid=550) 


ROD Nature Conservation Renortine Ohiteatinne BinalDonnu Ninneh OAnNa ee 
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3. Convention on the Conservation of Migratory Species of Wild Animals 
(CMS) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=55 1 &mode=S) 


2 Obligations 
2 Reporting Activities 


Obligations Reporting Activities 
National Report (Art. VI) National Report 
(rod.eionet.eu.int/show.jsv?id=22 1 &mode=R &aid=551) 


(rod.eionet.eu.int/show.jsv?id=199&mode=A &aid=221) 


Information on exceptions to the taking of Appendix 
I species (endangered migratory species) 


Information on exceptions to the taking of 
Appendix I species (endangered migratory species) 
(Art. TII(7)) 


(rod.eionet.eu.int/show.jsv?id=222 &mode=R &aid=551) 


(rod.eionet.eu.int/show.jsv?id=200&mode=A &aid=222) 


4. Agreement on the Conservation of Populations of European Bats 
(EUROBATS) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=565&mode=S) 


2 Obligations 
2 Reporting Activities 


ia Obligations Reporting Activities 


National Report on Implementation (Art. VI) National Report on Implementation 


(rod.eionet.eu.int/show.jsv?id=306&mode=R &aid=565) (rod.eionet.eu.int/show.jsv?id=29 | &mode=A &aid=306) 


Report preceding Advisory Committee Meeting Report preceding Advisory Committee Meeting 


(rod.eionet.eu.int/show.jsv?id=307 &mode=R &aid=565) (rod.eionet.eu.int/show.jsv?id=292&mode=A &aid=307) 


5. Agreement on the Conservation of African-Eurasian Migratory Waterbirds 
(AEWA) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=552&mode=S) 


6 Obligations 
6 Reporting Activities 


eo Obligations Reporting Activities 


Triennial National Report (Art. V(1)(c)) Triennial National Report 


(rod.eionet.eu.int/show.jsv?id=223 &mode=R &aid=552) (rod.eionet.eu.int/show.jsv?id=201 &mode=A &aid=223) 


Information on exemptions to the prohibition on the 
taking of listed bird species (Annex 3, para. 2.1.3) 


Information on exemptions to the prohibition on the 
taking of listed bird species 


(rod.eionet.eu.int/show.jsv?id=224 &mode=R &aid=552) (rod.eionet.eu.int/show.jsv?id=202&mode=A &aid=224) 
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5.3 Estimates relating to total annual take for each 


populations (Annex 3, para. 4.1.3) 
(rod.eionet.eu.int/show.jsv?id=227 &mode=R&aid=552) 


5.4 Information on eco-tourism (Annex , para. 4.2.2) 


Obligations 


(rod.eionet.eu.int/show.jsv?id=206&mode=A &aid=228) 


Reporting Activities 


Estimates relating to total annual take for each 
populations 


(rod.eionet.eu.int/show.jsv?id=205 &mode=A &aid=227) 


Information on eco-tourism 


(rod.eionet.eu.int/show.jsv?id=228 &mode=R &aid=552) 
535 Information on the damage caused by waterbird 


populations (Annex 3, para. 4.3.2) 


(rod.eionet.eu.int/show.jsv?id=229 &mode=R &aid=552) 


Report on progress made to phase out lead shot 
(Res. 2.2) 


(rod.eionet.eu.int/show.jsv?id=230&mode=R&aid=552) 


6. 


Information on the damage caused by waterbird 
populations 


(rod.eionet.eu.int/show.jsv?id=207 &mode=A &aid=229) 


Report on progress made to phase out lead shot 


(rod.eionet.eu.int/show.jsv?id=208 &mode=A &aid=230) 


Agreement on the Conservation of Small Cetaceans of the Baltic, North East 


Atlantic, Irish and North Seas (ASCOBANS) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=553 &mode=S) 


4 Obligations 
4 Reporting Activities 


eae Obligations Reporting Activities 


Annual National Report (Art. 2(5)) 
(rod.eionet.eu.int/show.jsv?id=23 1 &mode=R &aid=553) 


Information on approaches to reduce or eliminate 
adverse effects on small cetaceans by military 
activities (Res. 4.5) 


(rod.eionet.eu.int/show.jsv?id=232 &mode=R&aid=553) 


Information on high energy seismic surveys 


(rod.eionet.eu.int/show.jsv?id=233 &mode=R &aid=553) 


Information on levels of bycatch (Res. 4.6) 


(rod.eionet.eu.int/show.jsv?id=234 &mode=R &aid=553) 


a 
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Annual National Report 
(rod.eionet.eu.int/show.jsv?id=209 &mode=A &aid=23 1) 


Information on approaches to reduce or eliminate 
adverse effects on smali cetaceans by military 
activities 

(rod.eionet.eu.int/show.jsv?id=2 10&mode=A &aid=232) 
Information on high energy seismic surveys 
(rod.eionet.eu.int/show.jsv?id=2 1 1 &mode=A &aid=233) 


Information on levels of bycatch 


(rod.eionet.eu.int/show.jsv?id=2 12&mode=A &aid=234) 
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7. Convention on Wetlands of International Importance Especially as 
Waterfowl Habitat (Ramsar Convention) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=555&mode=S) 


14 Obligations 
14 Reporting Activities 


Obligations 


National Report (Recomm. 2.1) 


Reporting Activities 


National Report 


(rod.eionet.eu.int/show.jsv?id=236&mode=R&aid=555) (rod.eionet.eu.int/show.jsv?id=2 14&mode=A &aid=236) 


Information on the conservation status of coastal 
wetlands 


Information on the conservation status of coastal 
wetlands (Res. VIII.4) 


(rod.eionet.eu.int/show.jsv?id=237&mode=R &aid=555) 


(rod.eionet.eu.int/show.jsv?id=2 15 &mode=A &aid=237) 


Information on progress to restore wetland sites Information on progress to restore wetland sites 


(Res. VIII.16) 
(rod.eionet.eu.int/show.jsv?id=238&mode=R&aid=555) 


(rod.eionet.eu.int/show.jsv?id=2 16&mode=A &aid=238) 


Information on temporary pools (Res. VIII.33) Information on temporary pools 


(rod.eionet.eu.int/show.jsv?id=239&mode=R &aid=555) (rod.eionet.eu.int/show.jsv?id=2 17 &mode=A &aid=239) 


Information on the application of Participatory 
Environmental Management (PEM) strategies (Res. 
VIII.36) 


(rod.eionet.eu.int/show.jsv?id=2 18&mode=A &aid=240) 


Information on the application of Participatory 
Environmental Management (PEM) strategies (Res. 
VIII.36) 


(rod.eionet.eu.int/show.jsv?id=240&mode=R &aid=555) 


Information Sheet on Ramsar Wetlands 


Information Sheet on Ramsar Wetlands (Art. 2(5)) 
(rod.eionet.eu.int/show.jsv?id=24 | &mode=R &aid=555) 


(rod.eionet.eu.int/show.jsv?id=2 19&mode=A &aid=24 1) 


Information on changes to ecological character (Art. | Information on changes to ecological character 


3(2)) 


(rod.eionet.eu.int/show.jsv?id=242&mode=R &aid=555) 


(rod.eionet.eu.int/show.jsv?id=220&mode=A &aid=242) 


Information changes to ecological character caused 
by dams 


Information changes to ecological character caused 
by dams (Res. VIII.2) 


(rod.eionet.eu.int/show.jsv?id=243 &mode=R&aid=555) 


(rod.eionet.eu.int/show.jsv?id=22 1 &mode=A &aid=243) 


Information on the impact of dams on wetlands Information on the impact of dams on wetlands 


(Res. VIII.2) 
(rod.eionet.eu.int/show.jsv?id=244 &mode=R &aid=555) 


(rod.eionet.eu.int/show.jsv?id=222 &mode=A &aid=244) 


Information on the impacts of drought and other 
natural disasters on the ecological character of sites 
and on the livelihoods of local communities 


Information on the impacts of drought and other 
natural disasters (Res. VIII.35) 


(rod.eionet.eu.int/show.jsv?id=245 &mode=R&aid=555) 


(rod.eionet.eu.int/show.jsv?id=223 &mode=A &aid=245) 


Information on invasive alien species (Res. VIII.18) | Information on invasive alien species 


(rod.eionet.eu.int/show.jsv?id=246&mode=R &aid=555) (rod.eionet.eu.int/show.jsv?id=225&mode=A &aid=246) 


Information on mangrove ecosystems (Res. VIII.32) | Information on mangrove ecosystems 


(rod.eionet.eu.int/show.jsv?id=247 &mode=R &aid=555) (rod.eionet.eu.int/show.jsv?id=226&mode=A &aid=247) 


Montreux Record Questionnaire (Recomm. 4.8) Montreux Record Questionnaire 


(rod.eionet.eu.int/show.jsv?id=248 &mode=R &aid=555) (rod.eionet.eu.int/show.jsv?id=227 &mode=A &aid=248) 
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Reporting Activities 


Information on sites in the Montreux Record 


Obligations 


Information on sites in the Montreux Record (Res. 
VI.1 and VIII.8) 


(rod.eionet.eu.int/show.jsv?id=249 &mode=R &aid=555) 


(rod.eionet.eu.int/show.jsv?id=228 &mode=A &aid=249) 


8. Convention on the Conservation of European Wildlife and Natural Habitats 
(Bern Convention) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=564 &mode=S) 


11 Obligations 
11 Reporting Activities 


tee Obligations 


Biennial National Report (Art. 9(2)) 
(rod.eionet.eu.int/show.jsv?id=295 &mode=R &aid=564) 


Reporting Activities 


Biennial National Report 


(rod.eionet.eu.int/show.jsv?id=280&mode=A &aid=295) 


General Report (13" Meeting of the Standing General Report 


Committee (1993)) 
(rod.eionet.eu.int/show.jsv?id=296&mode=R &aid=564) 


(rod.eionet.eu.int/show.jsv?id=28 1 &mode=A &aid=296) 


Information on species receiving protection in 
territory 


Information on species receiving protection in 
territory (Art. 11(3)) 


(rod.eionet.eu.int/show.jsv?id=297 &mode=R &aid=564) 


(rod.eionet.eu.int/show.jsv?id=282&mode=A &aid=297) 


Information on measures taken to improve 
conservation outside protected areas proper 


Information on measures taken to improve 
conservation outside protected areas proper 
(Recommendation No. 25 (1991)) 


(rod.eionet.eu.int/show.jsv?id=298 &mode=R &aid=564) 


(rod.eionet.eu.int/show.jsv?id=283 &mode=A &aid=298) 


Information on reintroduction projects for the 
European mink (Mustela lutreola) 
(Recommendation 31 (1991)) 


(rod.eionet.eu.int/show.jsv?id=299&mode=R &aid=564) 


Information on reintroduction projects for the 
European mink (Mustela lutreola) 


(rod.eionet.eu.int/show.jsv?id=284 &mode=A &aid=299) 


Information on the progress of conservation or Information on the progress of conservation or 
recovery plans for Appendix I species, and of other | recovery plans for Appendix I species, and of other 
similar plans for other plant species similar plans for other plant species 

(Recommendation No. 40 (1993)) 


(rod.eionet.eu.int/show.jsv?id=300&mode=R &aid=564) 


(rod.eionet.eu.int/show.jsv?id=285 &mode=A &aid=300) 


Information on steps taken to facilitate the 
monitoring of the application of the Bern 
Convention and legislative national measures 
(Recommendation No. 76 (1999)) 


(rod.eionet.eu.int/show.jsv?id=301 &mode=R &aid=564) 


Information on steps taken to facilitate the 
monitoring of the application of the Bern Convention 
and legislative national measures 


(rod.eionet.eu.int/show.jsv?id=286&mode=A &aid=301) 


Information on the outcome of measures adopted 
for the eradication of non-native species 
(Recommendation 57 (1997)) 


(rod.eionet.eu.int/show.jsv?id=302&mode=R &aid=564) 


Information on the outcome of measures adopted for 
the eradication of non-native species 


(rod.eionet.eu.int/show.jsv?id=287&mode=A &aid=302) 
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Obligations Reporting Activities 


8.9 Standard Data Form (Resolution No. 3 (1996); Standard Data Form 
Resolution No. 5 (1998)) 


(rod.eionet.eu.int/show.jsv?id=303 &mode=R &aid=5 64) 


(rod.eionet.eu.int/show.jsv?id=288 &mode=A &aid=303) 


Information on negative and substantial changes to | Information on negative and substantial changes to 
the ecological character of designated Areas of the ecological character of designated Areas of 
Special Conservation Interest (ASCIs) (Resolution Special Conservation Interest (ASCIs) 

No. 5 (1998)) 


(rod.eionet.eu.int/show.jsv?id=304&mode=R &aid=564) 


(rod.eionet.eu.int/show.jsv?id=289 &mode=A &aid=304) 


Information on habitats and species in need of 
conservation measures and the development of 
recovery plans (Recommendation No. 14 (1989)) 


Information on habitats and species in need of 
conservation measures and the development of 
recovery plans 


(rod.eionet.eu.int/show.jsv?id=305 &mode=R &aid=564) (rod.eionet.eu.int/show.jsv?id=290&mode=A &aid=305) 


9. Convention concerning the Protection of the World Cultural and Natural 
Heritage (World Heritage Convention) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=557&mode=S) 


4 Obligations 
4 Reporting Activities 


Obligations Reporting Activities 
Tentative List (Art. 11(1)) Tentative List 


(rod.eionet.eu.int/show.jsv?id=252&mode=R &aid=557) (rod.eionet.eu.int/show.jsv?id=234 &mode=A &aid=252) 


Information in support of inscription of a property Information in support of inscription of a property 
(Art. 11(1)) 


(rod.eionet.eu.int/show.jsv?id=253 &mode=R &aid=557) 


(rod.eionet.eu.int/show.jsv?id=235 &mode=A &aid=253) 


Periodic National Reports (Art. 29) Periodic National Reports 
(rod.eionet.eu.int/show.jsv?id=254&mode=R &aid=557) (rod.eionet.eu.int/show.jsv?id=236&mode=A &aid=254) 


Reactive Monitoring (Art. 11) Reactive Monitoring 


(rod.eionet.eu.int/show.jsv?id=255 &mode=R &aid=557) (rod.eionet.eu.int/show.jsv?id=237 &mode=A &aid=255) 


10. OECD/Eurostat Joint Questionnaire 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=583 &mode=S) 


ae Obligation 
2 Reporting Activities 


ee Obligations Reporting Activities 


Joint Questionnaire Forest Data 


(rod.eionet.eu.int/show.jsv?id=345 &mode=R &aid=583) (rod.eionet.eu.int/show.jsv?id=356&mode=A &aid=345) 
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Wildlife Data 


(rod.eionet.eu.int/show.jsv?id=355 &mode=A &aid=345) 


11. Global Forest Resources Assessment Update 2005 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=56 1 &mode=S) 


1 Obligation 
1 Reporting Activity 


Bey Obligations 


Country reports 
(rod.eionet.eu.int/show.jsv?id=288 &mode=R &aid=561) 


Reporting Activities 


Country reports 


(rod.eionet.eu.int/show.jsv?id=273 &mode=A &aid=288) 


12. Council Directive 79/409/EEC of 2 April 1979 on the conservation of wild 
birds (Birds Directive) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=563 &mode=S) 


5 Obligations 
5 Reporting Activities 


aes Obligations Reporting Activities 


Information on protected species and areas (Art. Information on protected species and areas 


4(3)) (rod.eionet.eu.int/show.jsv?id=2 74 &mode=A &aid=289) 
(rod.eionet.eu.int/show.jsv?id=289&mode=R &aid=563) 


Information on the practical application of hunting | Information on the practical application of hunting 
regulations (Art. 7(4)) regulations 


(rod.eionet.eu.int/show.jsv?id=290&mode=R &aid=563) (rod.eionet.eu.int/show.jsv?id=275&mode=A &aid=290) 
National Report on Derogations (Art. 9(3)) National Report of Derogations 
(rod.eionet.eu.int/show.jsv?id=29 1 &mode=R &aid=563) (rod.eionet.eu.int/show.jsv?id=276&mode=A &aid=291) 


Information on research and work required (Art. Information on research and work required 
10(2)) 


(rod.eionet.eu.int/show.jsv?id=292 &mode=R &aid=563) 


(rod.eionet.eu.int/show.jsv?id=277 &mode=A &aid=292) 


Triennial Report (Art. 12(1)) Triennial Report 
(rod.eionet.eu.int/show.jsv?id=293 &mode=R &aid=563) (rod.eionet.eu.int/show.jsv?id=278&mode=A &aid=293) 
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13. Council Directive 92/43/EEC of 21 May 1992 on the conservation of natural 
habitats and of wild fauna and flora (Habitats Directive) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=560&mode=S) 


5 Obligations 
5 Reporting Activities 


Obligations Reporting Activities 


Natura 2000 Questionnaire (Art. 4, Habitats 
Directive; Art. 4(3) of Birds Directive) 


(rod.eionet.eu.int/show.jsv?id=28 1 &mode=R &aid=560) 
List of sites (Art. 4(1)) 
(rod.eionet.eu.int/show.jsv?id=282 &mode=R &aid=560) 
Report on Derogations (Art. 16(2)) 
(rod.eionet.eu.int/show.jsv?id=283 &mode=R &aid=560) 
Report on Implementation Measures (Art. 17) 
(rod.eionet.eu.int/show.jsv?id=284 &mode=R &aid=560) 


Information on Research (Art. 18(1)) 
(rod.eionet.eu.int/show.jsv?id=285 &mode=R &aid=560) 


Natura 2000 Questionnaire 
(rod.eionet.eu.int/show.jsv?id=266&mode=A &aid=28 1) 


List of sites 
(rod.eionet.eu.int/show.jsv?id=267 &mode=A &aid=282) 
Report on Derogations 

(rod. eionet.eu.int/show.jsv?id=268 &mode=A &aid=283) 


Report on Implementation Measures (Art. 17) 
(rod. eionet.eu.int/show.jsv?id=269 &mode=A &aid=284) 


Information on Research 


(rod.eionet.eu.int/show.jsv?id=270&mode=A &aid=285) 


14. Convention on International Trade in Endangered Species of Wild Fauna 
and Flora (CITES) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=558 &mode=S) 


9 Obligations 
9 Reporting Activities 


>] Obligations Reporting Activities 


Annual report (Art. VIII(7)) 
(rod.eionet.eu.int/show.jsv?id=259&mode=R &aid=558) 
Biennial report (Art. VIII(7)) 

(rod. eionet.eu.int/show.jsv?id=260&mode=R &aid=558) 


Information on procedures, action and time frames 
needed to establish adequate measures to enforce 


the Convention (Conf. 8.4) 
(rod.eionet.eu.int/show.jsv?id=262&mode=R &aid=558) 


Report on the conservation of and trade in African 
and Asian rhinoceros (Conf. 9.14 (Rev.)) 


(rod.eionet.eu.int/show.jsv?id=263 &mode=R &aid=558) 


Information on the number of certificates of 
ownership issued for live animals (Conf. 10.20) 


(rod.eionet.eu.int/show.jsv?id=267 &mode=R &aid=558) 


Annual report 

(rod.eionet.eu.int/show.jsv?id=24 | &mode=A &aid=259) 
Biennial report 

(rod.eionet.eu.int/show.jsv?id=243 &mode=A &aid=260) 


Information on procedures, action and time frames 
needed to establish adequate measures to enforce the 
Convention 


(rod.eionet.eu.int/show.jsv?id=247 &mode=A &aid=262) 


Report on the conservation of and trade in African 
and Asian rhinoceros 


(rod.eionet.eu.int/show.jsv?id=248 &mode=A &aid=263) 


Information on the number of certificates of 
ownership issued for live animals 


(rod.eionet.eu.int/show.jsv?id=252&mode=A &aid=267) 
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Reporting Activities 


Leased Obligations 


Information on significant cases of illegal trade 
(Conf. 11.3) 


(rod.eionet.eu.int/show.jsv?id=269&mode=R &aid=558) 


Information on significant cases of illegal trade 


(rod.eionet.eu.int/show.jsv?7id=254 &mode=A &aid=269) 


Information on convicted illegal traders and 
persistent offenders 


Information on convicted illegal traders and 
persistent offenders (Conf. 11.3) 


(rod.eionet.eu.int/show.jsv?id=270&mode=R &aid=558) (rod.eionet.eu.int/show.jsv?id=255 &mode=A &aid=270) 


Information on the export of vicuna cloth (Conf. Information on the export of vicuna cloth 


11.6) 
(rod.eionet.eu.int/show.jsv?id=27 1 &mode=R &aid=558) 


(rod.eionet.eu.int/show.jsv?id=256&mode=A &aid=27 1) 


Report on the implementation of the International 
Plan of Action on the Conservation and Management 
of Sharks (IPOA-Sharks) 


(rod.eionet.eu.int/show.jsv?id=258&mode=A &aid=273) 


Report on the implementation of the International 
Plan of Action on the Conservation and 
Management of Sharks (IPOA-Sharks) (Conf. 12.6) 


(rod. eionet.eu.int/show.jsv?id=273 &mode=R &aid=558) 


15. Council Regulation (EC) No. 338/97 of 9 December 1996 on the protection of 
species of wild fauna and flora by regulating trade therein 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=584&mode=S) 


2 Obligations 
2 Reporting Activities 


fi oe 
15.1 | Annual Report (Art. 15(4)(a)) Annual Report 
(rod.eionet.eu.int/show.jsv?id=348 &mode=R &aid=584) 
Biennial Report (Art. 15(4)(c)) 

(rod.eionet.eu.int/show.jsv?id=349 &mode=R &aid=584) 


(rod.eionet.eu.int/show.jsv?id=359 &mode=A &aid=348) 


Biennial Report 
(rod.eionet.eu.int/show.jsv?id=360&mode=A &aid=349) 


16. Directive 2001/18/EC of the European Parliament and of the Council of 12 
March 2001 on the deliberate release into the environment of genetically 
modified organisms and repealing Council Directive 90/220/EEC (GMO 
Directive) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=559&mode=S) 


1 Obligation 
1 Reporting Activity 


Obligations 


Reporting Activities 


Triennial report (Art.31(4)) Triennial report 


(rod.eionet.eu.int/show.jsv?id=279&mode=R &aid=559) (rod.eionet.eu.int/show.jsv?id=264&mode=A &aid=279) 
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17. 


(Instrument - rod.eionet.eu.int/show.jsv?id=57 1 &mode=S) 


1 Obligation 
3 Reporting Activities 


Report on timber, trade and 


measures (Art. 29(2)) 
(rod.eionet.eu.int/show.jsv?id=336&mode=R &aid=571) 


International Tropical Timber Agreement (ITTA) 


Obligations Reporting Activities 


implementation | Joint Forest Sector Questionnaire 


(rod.eionet.eu.int/show.jsv?id=344 &mode=A &aid=336) 


Report for Indicators at the Forest Management Unit 
(FMU) Level 


(rod.eionet.eu.int/show.jsv?id=345 &mode=A &aid=336) 


Report for Indicators at the National Level 


(rod.eionet.eu.int/show.jsv?id=346&mode=A &aid=336) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=572&mode=S) 


18. 


United Nations Convention to Combat Desertification in those Countries 


Experiencing Serious Drought and/or Desertification, Particularly in Africa 


(UNCCD) 


4 Obligations 
4 Reporting Activities 


18.1 
18.2 


18.3 


18.4 


Report on Implementation (Art. 26) 
(rod.eionet.eu.int/show.jsv?id=337&mode=R &aid=572) 
Report on Indicators (Decision 17/CoP6, para. 2) 
(rod.eionet.eu.int/show.jsv?id=338 &mode=R&aid=572) 


Report on pilot studies on early warning systems 
(Decision 18/CoP6, para. 1) 


(rod.eionet.eu.int/show.jsv?id=339&mode=R &aid=572) 


Report on case studies relating to land degradation, 
vulnerability and rehabilitation (Decision 20/CoP6, 
para. 2) 


(rod.eionet.eu.int/show.jsv?id=340&mode=R &aid=572) 


Obligations Reporting Activities 


Report on Implementation 
(rod.eionet.eu.int/show.jsv?id=347 &mode=A &aid=337) 
Report on Indicators 
(rod.eionet.eu.int/show.jsv?id=348 &mode=A &aid=338) 


Report on pilot studies on early warning systems 


(rod.eionet.eu.int/show.jsv?id=349 &mode=A &aid=339) 


Report on case studies relating to land degradation, 
vulnerability and rehabilitation 


(rod.eionet.eu.int/show.jsv?id=3 50&mode=A &aid=340) 
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19. International Convention for the Regulation of Whaling (ICRW) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=566&mode=S) 


4 Obligations 
5 Reporting Activities 


Obligations 


Checklist of Information Required or Requested 
under Section VI of the Schedule (Art. VII) 


(rod.eionet.eu.int/show.jsv?id=308 &mode=R &aid=566) 


Reporting Activities 


Checklist of Information Required or Requested 
under Section VI of the Schedule 


(rod.eionet.eu.int/show.jsv?id=293 &mode=A &aid=308) 


Progress Report on Cetacean Research (Art. Progress Report on Cetacean Research 


VIII(3)) 
(rod.eionet.eu.int/show.jsv?id=309 &mode=R &aid=566) 


(rod.eionet.eu.int/show.jsv?id=294 &mode=A &aid=309) 


Report on Infractions: Commercial Whaling 


Report on Infractions (Art. [X(4)) 
(rod.eionet.eu.int/show.jsv?id=3 10&mode=R &aid=566) 


(rod.eionet.eu.int/show.jsv?id=295 &mode=A &aid=3 10) 


Report on Infractions: Aboriginal Subsistence 
Whaling 


(rod.eionet.eu.int/show.jsv?id=296&mode=A &aid=3 10) 


Proposal for special permit for research purposes Proposal for special permit for research purposes 


(Schedule, para. 30) 
(rod.eionet.eu.int/show.jsv?id=32 1 &mode=R &aid=566) 


(rod.eionet.eu. int/show.jsv?id=308 &mode=A &aid=321) 


20. Agenda 21 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=582&mode=S) 


1 Obligation 
1 Reporting Activity 


Obligations 


Reporting Activities 


National Report 


National Report 


(rod.eionet.eu.int/show.jsv?id=344&mode=R &aid=582) (rod.eionet.eu.int/show.jsv?id=354&mode=A &aid=344) 


ROD Nature Conservation Reporting Obligations Final Report March 2004 p 22 | 


21. Convention on the Protection of the Marine Environment of the Baltic Sea 
Area (Helsinki Convention) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=574&mode=S) 


1 Obligation 
10 Reporting Activities 


Obligations Reporting Activities 


Report on implementation measures (Art. 16) Report on the Protection of Seals in the Baltic Sea 


(rod.eionet.eu.int/show.jsv?id=335&mode=R&aid=574) Area (Recommendation 9/1) 


(rod.eionet.eu.int/show.jsv?id=334&mode=A &aid=335) 


Report on the Protection of the Coastal Strip 
(Recommendation 15/1) 


(rod.eionet.eu.int/show.jsv?id=335 &mode=A &aid=335) 


Report on the System of Coastal and Marine Baltic 
Sea Protected Areas (BSPAs) (Recommendation 
15/5) 


(rod.eionet.eu.int/show.jsv?id=336&mode=A &aid=335) 


Report on the Preservation of Natural Coastal 
Dynamics (Recommendation 16/3) 


(rod.eionet.eu.int/show.jsv?id=337 &mode=A &aid=335) 


Report on the Protection of Harbour Porpoise in the 
Baltic Sea Area (Recommendation 17/2) 


(rod.eionet.eu.int/show.jsv?id=338&mode=A &aid=335) 


Report on Information and Consultation with Regard 
to Constructions of New Installations Affecting the 
Baltic Sea (Recommendation 17/3) 


(rod.eionet.eu.int/show.jsv?id=339&mode=A &aid=335) 


Report on Marine Sediment Extraction 
(Recommendation 19/1) 


(rod.eionet.eu.int/show.jsv?id=340&mode=A &aid=335) 


Report on Protection and Improvement of Wild 
Salmon Populations (Recommendation 19/2) 


(rod.eionet.eu.int/show.jsv?id=34 1 &mode=A &aid=335) 


Report on Sustainable and Environmentally Friendly 
Tourism in Coastal Zones (Recommendation 21/3) 


(rod.eionet.eu.int/show.jsv?id=342&mode=A &aid=335) 
Report on Protection of Heavily Endangered or 


Immediately Threatened Marine and Coastal 
Biotopes (Recommendation 21/4) 


(rod.eionet.eu.int/show.jsv?id=343 &mode=A &aid=335) 
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22. Convention on the Protection of the Alps (Alpine Convention) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=567&mode=S) 


1 Obligation 
1 Reporting Activity 


gi Obligations 


Report on Implementation Measures (Art. 5(4)) 


Reporting Activities 


Report on Implementation Measures 


(rod.eionet.eu.int/show.jsv?id=298 &mode=A &aid=3 12) 


(rod.eionet.eu.int/show.jsv?id=3 1 2&mode=R &aid=567) 


23. Agreement on the Conservation of Cetaceans in the Black Sea, 
Mediterranean Sea and contiguous Atlantic Area (ACCOBAMS) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=556&mode=S) 


1 Obligation 
1 Reporting Activity 


Obligations Reporting Activities 


Triennial National Report (Art. VIII) Triennial National Report 


(rod.eionet.eu.int/show.jsv?id=25 1 &mode=R &aid=556) (rod.eionet.eu.int/show.jsv?id=233 &mode=A &aid=251) 


24, Convention for the Protection of the Mediterranean Sea against Pollution 
(Barcelona Convention) and Protocol concerning Mediterranean Specially 
Protected Areas and Biological Diversity in the Mediterranean (SPA & 
Biodiversity Protocol) 


(Instrument URL (Barcelona Convention) - rod.eionet.eu.int/show.jsv?id=580&mode=S) 


(Instrument URL (SPA & Biodiversity Protocol) - rod.eionet.eu.int/show.jsv?id=58 1 &mode=S) 


2 Obligations 
2 Reporting Activities 


eae Obligations 


24.1 | Report for the inclusion of an area in the SPAMI 
List (SPA & Biodiversity Protocol, Article 9(3)) 


(rod.eionet.eu.int/show.jsv?7id=34 | &mode=R &aid=581) 


Reporting Activities 


Report for the inclusion of an area in the SPAMI List 


(rod.eionet.eu.int/show.jsv?id=35 1 &mode=A &aid=341) 


Report on implementation measures (SPA & 
Biodiversity Protocol, Article 23) 


Report on implementation measures 


(rod.eionet.eu.int/show.jsv?id=353 &mode=A &aid=343) 


(rod.eionet.eu.int/show.jsv?id=343 &mode=R &aid=581) 
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25. Convention for the Protection and Development of the Marine Environment 
of the Wider Caribbean Region (Cartagena Convention) and Protocol 
Concerning Specially Protected Areas and Wildlife (SPAW Protocol) 


(Instrument URL (Cartagena Convention) - rod.eionet.eu.int/show.jsv?id=575&mode=S) 


(Instrument URL (SPAW Protocol) - rod.eionet.eu.int/show.jsv?id=579&mode=S) 


3 Obligations 
3 Reporting Activities 


Obligations Reporting Activities 


Report on measures adopted to implement the | National Report on implementation* 
convention (Article 23 of the Convention) 


(Rod.eionet.eu.int/show.jsv?id=38 | &mode=A &aid=358) 
(rod.eionet.eu.int/show.jsv?id=358&mode=R &aid=575) 


Periodic report to the SPAW Secretariat (Article 19 
of SPAW Protocol) 


(Rod.eionet.eu.int/show.jsv?id=359&mode=R &aid=579) 


Periodic report* 


(rod.eionet.eu.int/show.jsv?id=382&mode=A &aid=359) 


Information to the Secretariat regarding exemptions 
to protective measures Article 14(2) of the SPAW 
Protocol) 


Report on exemptions* — may be included in 
periodic 


(rod.eionet.eu.int/show.jsv?id=383 &mode=A &aid=360) 
(rod.eionet.eu.int/show.jsv?id=360&mode=R &aid=579) 


* Reporting activities yet to be defined 


26. Protocol on Environmental Protection to the Antarctic Treaty (Madrid 
Protocol) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=576&mode=S) 


7 Obligations 
7 Reporting Activities 


Obligations Reporting Activities 


Annual Report (Article 17) Annual Report 
(rod.eionet.eu.int/show.jsv?id=326&mode=R &aid=576) 


(rod.eionet.eu.int/show.jsv?id=325 &mode=A &aid=326) 


List of Initial Environmental Evaluations (Article List of Initial Environmental Evaluations 
6(1)(b) of Annex I) 


(rod.eionet.eu.int/show.jsv?id=328 &mode=R &aid=576) 


(rod.eionet.eu.int/show.jsv?id=327 &mode=A &aid=328) 


Information obtained from procedures in Information obtained from procedures in accordance 
accordance with Articles 2(2) and 5 (Article with Articles 2(2) and 5 


6( l yc) (rod.eionet.eu.int/show.jsv?id=328 &mode=A &aid=329) 
(rod.eionet.eu.int/show.jsv?id=329 &mode=R &aid=5 76) 


Summary Report on Permits Issued (Annex II, 
Article 6(2)) 


(rod.eionet.eu.int/show.jsv?id=330&mode=R &aid=576) 


Summary Report on Permits Issued 


(rod.eionet.eu.int/show.jsv?id=329&mode=A &aid=330) 
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Reporting Activities 


Report on the implementation of waste management 
plans 


Obligations 


Report on the implementation of waste management 
plans (Annex III, Art. 9(2)) 


(rod.eionet.eu.int/show.jsv?id=33 | &mode=R &aid=576) 


(rod.eionet.eu.int/show.jsv?id=330&mode=A &aid=33 1) 


Report on permits issued (Annex V, Art. 10(Z)) Report on permits issued 


(rod.eionet.eu.int/show.jsv?id=332&mode=R &aid=576) (rod.eionet.eu.int/show.jsv?id=33 1 &mode=A &aid=332) 


Report on the implementation of Annex V (Annex Report on the implementation of Annex V 


V, Art. 10(4)) 
(rod.eionet.eu.int/show.jsv?id=333 &mode=R &aid=576) 


(rod.eionet.eu.int/show.jsv?id=332&mode=A &aid=333) 


27. Convention on the Conservation of Antarctic Marine Living Resources 
(CCAMLR) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=577 &mode=S) 


1 Obligation 
1 Reporting Activity 


pee Obligations Reporting Activities 


Report on implementation measures (Arts. XX, Member Activities Reports 


XXI(2) and XXIV(2)(a)) 


(rod.eionet.eu.int/show.jsv?id=334 &mode=R &aid=577) 


(rod.eionet.eu.int/show.jsv?id=333 &mode=A &aid=334) 


28. UNECE Convention on Long-Range Transboundary Air Pollution (CLRTAP) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=578&mode=S) 


3 Obligations 
15 Reporting Activities 


ae Obligations 


28.1 | Level I Monitoring Report 


Reporting Activities 


Data and accompanying report on crown condition 


(rod.eionet.eu.int/show.jsv?id=323 &mode=R &aid=578) (rod.eionet.eu.int/show.jsv?id=3 10&mode=A &aid=323) 


Data and accompanying report on forest foliage 


(rod.eionet.eu.int/show.jsv?id=3 1 1 &mode=A&aid=323) 


Data and accompanying report on soil condition 


(rod.eionet.eu.int/show.jsv?id=3 12&mode=A &aid=323) 


Level II Monitoring Report Data and accompanying report on crown condition 


(rod.eionet.eu.int/show.jsv?id=324 &mode=R &aid=578) (rod.eionet.eu.int/show.jsv?id=3 13&mode=A &aid=324) 


Data and accompanying report on soil 


(rod.eionet.eu.int/show.jsv?id=3 14&mode=A &aid=324) 
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Obligations Reporting Activities 


Data and accompanying report on soil solution 


(rod.eionet.eu.int/show.jsv?id=3 15&mode=A &aid=324) 


Data and accompanying report on foliage 


(rod.eionet.eu.int/show.jsv?id=3 16&mode=A &aid=324) 


Data and accompanying report on deposition 


(rod.eionet.eu.int/show.jsv?id=3 1 7&mode=A &aid=324) 


Data and accompanying report on ambient air quality 
(rod.eionet.eu.int/show.jsv?id=3 18&mode=A &aid=324) 


Data and accompanying report on meteorology 


(rod.eionet.eu.int/show.jsv?id=3 19&mode=A &aid=324) 


Data and accompanying report on forest growth 


(rod.eionet.eu.int/show.jsv?id=320&mode=A &aid=324) 


Data and accompanying report on ground vegetation 


(rod.eionet.eu.int/show.jsv?id=32 1 &mode=A &aid=324) 


Data and accompanying report on phenology 


(rod.eionet.eu.int/show.jsv?id=322&mode=A &aid=324) 


Data and accompanying report on remote sensing 
| (rod.eionet.eu.int/show.jsv?id=323 &mode=A &aid=324) 


Summary report on crown condition data Summary report on crown condition data 


(rod.eionet.eu.int/show.jsv?id=325 &mode=R&aid=578) (rod.eionet.eu.int/show.jsv?id=324 &mode=A &aid=325) 


29. Council Directive 98/81/EC of 26 October 1998 amending Directive 
90/219/EEC on the contained use of genetically modified micro-organisms 
| (Directive 98/81/EC) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=569 &mode=S) 


3 Obligations 
3 Reporting Activities 


Obligations Reporting Activities 


Information on accidents Information on accidents 


(rod.eionet.eu.int/show.jsv?id=3 !4&mode=R &aid=569) (rod.eionet.eu.int/show.jsv?id=301 &mode=A &aid=3 14) 


Summary report on class 3 and class 4 contained Summary report on class 3 and class 4 contained 
uses uses 


(rod.eionet.eu.int/show.jsv?id=3 15&mode=R &aid=569) (rod.eionet.eu.int/show.jsv?id=302&mode=A &aid=3 15) 


Summary report on experience with Directive 
90/219/EEC 


(rod.eionet.eu.int/show.jsv?id=3 16&mode=R &aid=569) 


Summary report on experience with Directive 
90/219/EEC 


(rod.eionet.eu.int/show.jsv?id=303 &mode=A &aid=3 16) 
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30. Regulation (EC) No. 2152/2003 of the European Parliament and of the 
Council of 17 November 2003 concerning monitoring of forests and 
environmental interactions in the Community (Forest Focus) (Regulation 
(EC) 2152/2003) 


(Instrument URL - rod.eionet.eu.int/show.jsv?id=570&mode=S) 


4 Obligations 
4 Reporting Activities 


Obligations 


Report on data gathered under the scheme for the 
monitoring of the condition of forests 


Reporting Activities 


Report on data gathered under the scheme for the 
monitoring of the condition of forests 


(rod.eionet.eu.int/show.jsv?id=3 17 &mode=R&aid=570) (rod.eionet.eu.int/show.jsv?id=304&mode=A &aid=317) 


Report on the national situation regarding the 
condition of forests 


Report on the national situation regarding the 
condition of forests 


(rod.eionet.eu.int/show.jsv?id=305 &mode=A &aid=3 18) 


(rod.eionet.eu.int/show.jsv?id=3 18 &mode=R &aid=570) 


National report on the impact of fires on forests National report on the impact of fires on forests 


(rod.eionet.eu.int/show.jsv?id=3 19&mode=R &aid=570) (rod.eionet.eu.int/show.jsv?id=3 06&mode=A &aid=319) 


National report on monitoring activities National report on monitoring activities 


(rod.eionet.eu.int/show.jsv?id=320&mode=R &aid=570) (rod.eionet.eu.int/show.jsv?id=307&mode=A &aid=320) 
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ANNEX 3 - Instruments, Obligations and Reporting Activities in Reporting 
Obligations Database but Considered “Borderline” 


743 Cartagena Protocol on Biosafety to the Convention on Biological Diversity 


Obligations Reporting Activities Comment/Justification 


| Summaries of risk assessments or Summaries of risk assessments or Event-based — but each 
/environmental reviews of living modified environmental reviews of living modified event is summarised, not a 


)organisms (Art. 20(3)(c)) organisms report that summarises 
| many events 


i 
| 13. Council Directive 92/43/EEC of 21 May 1992 on the conservation of natural 
| habitats and of wild fauna and flora (Habitats Directive) 


Reporting Activities 


Comment/Justification 


Information on the deliberate introduction Event-based, essentially a 
of species permit process — but may 
be considered a significant 


information transfer 


14. Convention on International Trade in Endangered Species of Wild Fauna and 
Flora (CITES) 


Obligations Reporting Activities Comment/Justification 
| 


Notification of amounts of confiscated Notification of amounts of confiscated Summary of statistics 
livory (Conf. 10.10 (Rev. CoP12)) ivory 


\Information on export of raw ivory (Conf. | Information on export of raw ivory Event-driven, very 
110.10 (Rev. CoP 12)) specific, but significant 
information transfer 


[Inventory of the stock of raw ivory (Conf. | Inventory of the stock of raw ivory Summary of statistics/ 
|10.10 (Rev. CoP 12)) significant information 
transfer 


\Information on the number of live Information on the number of live Summary of events 
specimens per shipment and of mortality in | specimens per shipment and of mortality in 
|transport (Conf. 10.21) transport 


iReport on a ranching operation (Conf. Report on a ranching operation Event - or instance-based, 
)11.16) not a summary report 


} 
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16. Directive 2001/18/EC of the European Parliament and of the Council of 12 
March 2001 on the deliberate release into the environment of genetically 
modified organisms and repealing Council Directive 90/220/EEC (GMO 


Directive) 
Obligations Reporting Activities Comment/Justification 7 
Summary of notifications of deliberate Summaries of specific 


Summary of notifications of deliberate 
releases of GMOs for any other purpose events, not a summary 


releases of GMOs for any other purpose 4 
than for placing on the market (Art. 11(1)) | than for placing on the market report — but considered 
significant 


Summary of results of a 
specific event — but 
considered significant 


Notification of the results of a deliberate 
release of GMOs for any other purpose 
than for placing on the market 


Notification of the results of a deliberate 
release of GMOs for any other purpose 
than for placing on the market (Art. 11(3)) 


List of GMOs which have been released 
and of notifications that were rejected (Art. 


11(4)) 
Summary of the dossier (Art. 13(1)) 


List of GMOs which have been released Summary of actions 


and of notifications that were rejected 


Summary of the dossier Summary of actions 


Report on specific 
instance, not a summary 
report, but significant | 


Assessment report (Art. 14(2)) Assessment report 


19. International Convention for the Regulation of Whaling (ICRW) 


| | Obligations Reporting Activities Comment/Justification } 


Notification of authorisation of a special | Notification of authorisation of a special | Event-based but 
permit (Art. VIII(1)) permit significant information 
transfer 


2| Results of research conducted under | Results of research conducted under | Event-based but 
special permit (Art. VIII(3)) special permit significant information 


transfer 


24. Convention for the Protection of the Mediterranean Sea against Pollution 
(Barcelona Convention) and Protocol concerning Mediterranean Specially 
Protected Areas and Biological Diversity in the Mediterranean (SPA & 
Biodiversity Protocol) 


| Obligations Reporting Activities Comment/Justification _ | 


Notification of threats to specially Notification of threats to specially 
protected areas (SPA & Biodiversity protected areas 
Protocol, Article 21(2)) 


Event-driven but 
significant information 
transfer 


en 
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26. Protocol on Environmental Protection to the Antarctic Treaty (Madrid Protocol) 


Obligations Reporting Activities Comment/Justification 


Description of national procedures Description of national procedures Administrative, but 
(Article 6(1)(a) of Annex I) significant information 
transfer 


LD Ce ae ee ae ay wer eae 
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ANNEX 4 - Instruments, Obligations and Unique Reporting Activities 


Instrument Obligations 


Unique Reporting Activity 


National Report 


1 Convention on 
Biological Diversity 


National Report 


Thematic Report (Decision V/19) Thematic Report 


2 Cartagena Protocol 


National Report (Art. 33) National Report 


Notification of unintentional Notification of unintentional transboundary 
transboundary movements of living movements of living modified organisms 


modified organisms (Art. 17(1)) 


National Report 


3 Convention on 
Migratory Species 


National Report (Art. VI) 


w N | = 
= oye a ie) 


oe 
i) 


Information on exceptions to the taking 
of Appendix I species (endangered 
migratory species) (Art. III(7)) 


National Report on Implementation 


National Report on Implementation 

(Art. VI) 

Report preceding Advisory Committee | Report preceding Advisory Committee 
Meeting Meeting 


TARWA waa 


Triennial National Report (Art. V(1)(c) | Triennial National Report 


sb 


aS 
N 


Nn 
— _ 


Nn 
nN 


Information on exemptions to the 
prohibition on the taking of listed bird 
species (Annex 3, para. 2.1.3) 


Nn 


Estimates relating to total annual take 
for each populations (Annex 3, para. 
4.1.3) 


Information on eco-tourism (Annex , 
para. 4.2.2) 


Nn 
Nn 


: S ea 5 
a a bo 


Information on the damage caused by 
waterbird populations (Annex 3, para. 
4.3.2) 


Nn 


Report on progress made to phase out Report on progress made to phase out lead 
lead shot (Res. 2.2) shot 


Ee eee 
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6 ASCOBANS 


Annual National Report 


Information on approaches to reduce or 
eliminate adverse effects on small cetaceans 
by military activities 


Information on high energy seismic surveys 


Information on levels of bycatch 


Annual National Report (Art. 2(5)) 


Information on approaches to reduce or 
eliminate adverse effects on small 
cetaceans by military activities (Res. 
4.5) 


Information on high energy seismic 
surveys 


Information on levels of bycatch (Res. 
4.6) 


National Report 


Information on the conservation status 
of coastal wetlands (Res. VIII.4) 


Information on progress to restore 
wetland sites (Res. VIII.16) 


Information on temporary pools (Res. 
VIII.33) 


Information on changes to ecological 
character 


Information on the application of 
Participatory Environmental 
Management (PEM) strategies (Res. 
VIII.36) 


Information on changes to ecological 
character (Art. 3(2)) 


Information on the impact of dams on 
wetlands (Res. VIII.2) 


Information changes to ecological 
character caused by dams (Res. VIII.2) 


Information on the impacts of drought 
and other natural disasters (Res. 
VIII.35) 


711 Information on invasive alien species 
(Res. VIIL.18) 

7.12 Information on mangrove ecosystems 
(Res. VIII.32) 


Information Sheet on Ramsar Wetlands 
(Art. 2(5)) 


} 7.13 Montreux Record Questionnaire (Rec. Montreux Record Questionnaire 
| 4.8) 


| 
| : Information on sites in the Montreux Information on sites in the Montreux Record 
Record (Res. VI.1 and VIII.8) 


Biennial National Report (Art. 9(2)) Biennial National Report 
General Report (13" Meeting of the General Report 
Standing Committee (1993)) 
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Information Sheet on Ramsar Wetlands 
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re) 
bo 


Information on species receiving = 
protection in territory (Art. 11(3)) a 


oo 
aN 


eo) : ‘ s ¢ 
= 
= 


Information on measures taken to = 
improve conservation outside protected 


areas proper (Recommendation No. 25 
(1991)) 


oo 
nn 


Information on reintroduction projects = 
for the European mink (Mustela 
lutreola) (Recommendation 31 (1991)) 


Information on the progress of _ 
conservation or recovery plans for 

Appendix I species, and of other 

similar plans for other plant species 

(Recommendation No. 40 (1993)) 


oo 
~ 


Information on steps taken to facilitate = 
the monitoring of the application of the 

Bern Convention and legislative 

national measures (Recommendation 

No. 76 (1999)) 


oo 
oo 


Information on the outcome of = 
measures adopted for the eradication of 

non-native species (Recommendation 

57 (1997)) 


Information on habitats and species in = 
need of conservation measures and the 

development of recovery plans 

(Recommendation No. 14 (1989)) 


Standard Data Form (Resolution No. 3 
(1996); Resolution No. 5 (1998)) 


Information on negative and substantial 
changes to the ecological character of 
designated Areas of Special 
Conservation Interest (ASCIs) 
(Resolution No. 5 (1998)) 


9 World Heritage 

Convention 
Information in support of inscription of | Information in support of inscription of a 
a property (Art. 11(1)) property 
Periodic National Reports (Art. 29) Periodic National Reports 


10 OECD/Eurostat 
Joint Questionnaire 
10.1 Joint Questionnaire Joint Questionnaire on Forests 


Joint Questionnaire on Wildlife 


Standard Data Form 


oo) 
= 
rc) 


Information on negative and substantial 
changes to the ecological character of 
designated Areas of Special Conservation 
Interest (ASCIs) 


w]e} wl] 
lw N] 


11 Global Forest 
Assessment Update 
2005 


Country reports Country report 


ee eee eee 
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12 EC Birds Directive 


Information on protected species and Information on protected species and areas 
areas (Art. 4(3)) Accomplished through the Natura 2000 


questionnaire 
Triennial Report (Art. 12(1)) Triennial Report 
Information on research and work = 
required (Art. 10(2)) a 
Information on the practical application 
of hunting regulations (Art. 7(4)) 
National Report on Derogations (Art. 
9(3)) 


13 EC Habitats 
Directive 


Natura 2000 Questionnaire (Art. 4, Natura 2000 Questionnaire 
Habitats Directive; Art. 4(3) of Birds 


Directive) 
List of sites (Art. 4(1)) ar 
Report on Derogations 


Report on Implementation Measures 


Report on Derogations (Art. 16(2)) 


Report on Implementation Measures 
(Art. 17) 


13.5 


| 14.5 Information on the number of a 
certificates of ownership issued for live 
animals (Conf. 10.20) 
14.8 Information on the export of vicuna = 
| cloth (Conf. 11.6) 
14.6 Information on significant cases of a 
illegal trade (Conf. 11.3) 
Information on convicted illegal traders 
and persistent offenders (Conf. 11.3) 


Information on procedures, action and wd 
time frames needed to establish 

adequate measures to enforce the 
Convention (Conf. 8.4) 


Information on Research (Art. 18(1)) 


Report on the implementation of the 
International Plan of Action on the 
Conservation and Management of 

Sharks (IPOA-Sharks) (Conf. 12.6) 


Report on the conservation of and trade in 


Report on the conservation of and trade 
African and Asian rhinoceros 


in African and Asian rhinoceros (Conf. 
9.14 (Rev.)) 


15 EU Wildlife Trade 
Regulation 
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15.1 Annual Report (Art. 15(4)(a)) Annual Report 
15.2 Biennial Report (Art. 15(4)(c)) Biennial Report 


16.1 Triennial report (Art.31(4)) Triennial Report 


17 International 

Tropical Timber 

Agreement 

17.1 Report on timber, trade and Joint Forest Sector Questionnaire 


impl i Art. : 
implementation’ measures (x: 202) Report for Indicators at the Forest 
Management Unit (FMU) Level 
Report for Indicators at the National Level 
18 UN Convention to 
Combat Desertification 
Report on Implementation (Art. 26) Report on Implementation 


Report on indicators (Decision Report on indicators 
17/CoP6, para. 2) 


= 
90 | 90 
wp le 


18.3 Report on pilot studies on early Report on pilot studies on early warning 
warning systems (Decision 18/CoP6, systems 
para. 1) 

18.4 Report on case studies relating to land Report on case studies relating to land 


degradation, vulnerability and degradation, vulnerability and rehabilitation 
rehabilitation (Decision 20/CoP6, para. 


2) 


19 ICRW 


Checklist of Information Required or 
Requested under Section VI of the Schedule 


Checklist of Information Required or 
Requested under Section VI of the 
Schedule (Art. VII) 


19.2 Progress Report on Cetacean Research | Progress Report on Cetacean Research 
(Art. VII(3)) 


Report on Infractions (Art. [X(4)) 


19.3 Report on Infractions: Commercial Whaling 


Report on Infractions: Aboriginal 
Subsistence Whaling 


19.4 Proposal for special permit for research | Proposal for special permit for research 
purposes (Schedule, para. 30) purposes 


20 Agenda 21 


20.1 National Report National Report 


Bilal Report on implementation measures Report on the Protection of Seals in the 
(Art. 16) Baltic Sea Area 
Report on the Protection of the Coastal Strip 
Report on the System of Coastal and Marine 
Baltic Sea Protected Areas (BSPAs) 


Report on the Preservation of Natural 
Coastal Dynamics 
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Report on the Protection of Harbour Porpoise 


in the Baltic Sea Area 


Report on Information and Consultation with 
Regard to Constructions of New Installations 
Affecting the Baltic Sea 


Report on Marine Sediment Extraction 


Report on Protection and Improvement of 
Wild Salmon Populations 


Report on Sustainable and Environmentally 
Friendly Tourism in Coastal Zones 


Report on Protection of Heavily Endangered 
or Immediately Threatened Marine and 
Coastal Biotopes 


22.1 Report on Implementation Measures Report on Implementation Measures 
(Art. 5(4)) 


23 ACCOBAMS 


Triennial National Report (Art. VIII) 


24 Barcelona 
Convention 


Report for the inclusion of an area in Report for the inclusion of an area in the 
the SPAMI List (SPA & Biodiversity SPAMI List 
Protocol, Article 9(3)) 


Triennial National Report 


Report on implementation measures Report on implementation measures 
(SPA & Biodiversity Protocol, Article 
23) 


25 Cartagena 
Convention and SPAW 
Protocol 


Report on measures adopted to National Report on implementation 
implement the convention (Article 23 


of the Convention) 


Periodic report to the SPAW Periodic Report 
Secretariat (Article 19 of SPAW 


Protocol) 


Information to the Secretariat regarding 
exemptions to protective measures 
Article 14(2) of the SPAW Protocol) 


26.1 Annual Report (Article 17) Annual Report 


List of Initial Environmental 
Evaluations (Article 6(1)(b) of Annex 


1) 
Information obtained from procedures 
in accordance with Articles 2(2) and 5 
(Article 6(1)(c)) 
Summary Report on Permits Issued 
(Annex II, Article 6(2)) 
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26.5 Report on the implementation of waste = 
management plans (Annex III, Art. 


9(2)) 


26.6 Report on permits issued (Annex V, = 
Art. 10(2)) 

26.7 Report on the implementation of Annex = 
V (Annex V, Art. 10(4)) 


Report on implementation measures Member Activities Reports 
(Arts. XX, XXI(2) and XXIV(2)(a)) 


28 UNECE Convention 
on Long-Range 
Transboundary Air 
Pollution 


Level I Monitoring Report Data and accompanying report on crown 


condition 
28.2 Level II Monitoring Report 


Data and accompanying report on forest 
foliage 


Data and accompanying report on soil 
condition 


Data and accompanying report on crown 
condition 


Data and accompanying report on soil 
solution 


Data and accompanying report on ambient 
air quality 


Data and accompanying report on forest 
growth 

Data and accompanying report on ground 
vegetation 


Data and accompanying report on phenology 


Data and accompanying report on remote 
sensing 
Summary report on crown condition Summary report on crown condition data 
data 


29.1 Information on accidents Information on accidents 


29.2 Summary report on class 3 and class 4 Summary report on class 3 and class 4 
contained uses contained uses 


Dene eee 
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Summary report on experience with 
Directive 90/219/EEC 


Summary report on experience with 
Directive 90/219/EEC 


30 Regulation (EC) 

2152/2003 (Forests) 

30.1 Report on data gathered under the Report on data gathered under the scheme for 
scheme for the monitoring of the the monitoring of the condition of forests 


condition of forests 


Report on the national situation 
regarding the condition of forests 


National report on the impact of fires 
on forests 


National report on monitoring activities 
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